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THE NEW YEAR 





This number marks the beginning of the fourth year of the Current 


List and provides an appropriate occasion to mention some plans for im- 


proving and extending the usefulness of our publication. As we have puller 
mentioned from time to time, its purpose is to advance medicine by mak- HINTON, 
img more widely known the resources of the army Medical Library. This Jones. 
is applicable especially to those engaged in medical research. vert 
' 
pro; 
It is a cooperative undertaking in publishing, in which the Library _ 
contributes its resources and its facilities fu. the preparation uf the 
copy, and the representatives of the “Friends” and Medical Library asso- ee 
ciation attend to all details of printing and distribution. It is con- GARTNER 
templated that the staff of the Library eventually will assume an in- dl 
creasing responsibility for the character and contents of the text, es- : othe 
pecially in regard to reducing typescript errors, in eliminating irrele- oS 
vant and trivial material, and in choosing more carefully the classifica- as 
tion into which each journal is placed. en 
et 
In regard to this latter point, it is desired to express our thanks Mil: 
to the several persons who have given their views on the change suggested _, 


in make-up of the Current List, the change from approximate subject clas- 


sification to an alphabetical arrangement of the journals. It is evident 





that the present plan, imperfect as it may be, is to be preferred. The 


only improvement needed is greater care in assigning the journals to the 





CAVALC 
classifications chosen. A suggestion has been made which it is hoped can eons 
be adopted eventually, and this is to print each week an alphabetical list te 
of journals from which are taken the listed titles in that issue, er 

The plan of using the inside front and back cover of each issue for —— 
announcements, discussions, and items of general interest, apparently is 9 
quite generally approved. Many persons have expressed their interest in .. 
these brief notices and it is desired here to express our thanks to those its 
who have contributed the items used in the past. We solicit others for eats 
the future. The book notices will continue to be used when other material a 
is not available. ota 

: BABKI} 

In regard to the more widespread distribution of the Current List, act 
the additional copies needed for persons in other countries can be provid- Ducat, 
ed at a slight increase in cost and it is hoped that with the return of = 
anything like normal conditions, the Current List and microfilm copying ee 
service can be supplied to persons engaged in medical research in all 
parts of the world. This project of the-army Medical Library may well be- 
come an instrument for the promotion of international good will and coope- So 
ration, and make it possible for medicine better to serve the general 
welfare of mankind. ™" 

a 


A, Seidell. 
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; Parasitology 
jall.fntom.Res., Lond., 1943-44, 34: (Oct.) 


SINTON, H.E. The larwae of the Lepidoptera 
associated with stored products. 163-212, 

JONES, M.G. A brown aphis, aphis (Doralis) 
cognatella, sp. n., found on spindle tree. 
213-24. 

POTTER, C., & TATTERSFIELD, F. Ovicidal 
properties of certain insecticides of 
plant origin (nicotine, pyrethrins, der- 
ris products) 225-44, 








Thi. Bakt., 1040, 150: 


GIRTNER, K. Die Sulfonamidwirlamg im Lichte 
der Fluoreszenz- und Elektronenmikrosko- 
pie. 97-115. 

ZEUNER, H. Untersuchungen zur Frage der chem- 
otherapeutischen Einwirkung auf Pneumokok- 
keninfektionen. 116-23. 

GINS, H., & KOEPPEN, U. BeitrA&ge zur bakter- 
iologischen Diagnostik der Gasédemerkrank- 
ungen des Menschen. 124-36. 


RIMPAU, W. Ueber Leptospirose bei den Muriden, || 


(museartigen Nagern) 136-49, 

BUZA, L. Ueber den Zusammenhang zvischen Kap- 

celbildung, Hamopepsie und Virulenz des 
Milzbrandbazillus. 150-4. 

ERNST, 0. Ueber den Bakteriengehalt technisch- 
er Schmir- und Kiiki§le. 154-60. 


6. Biology; Embryology 


CAVALCANTI, J. Lesoes do raquis e medula em 
cirurgia de guerra. 1-12. 


MARQUES, R.J. Hipertensao arterial 
terio. 12-47, al e clinac 


Rev. « biol., > a8 


Cte 
CASTRO, M. DE, & ALMEIDA, 0. DE. La fluores- 
cence de la peau normale, des lesions cu- 
mayen wap A yowemn ne 8a relation avec 
ce ratine et 
anne de lipides, 
BURNETT, T. The distribution of the eges of 
Encarsia formosa Gahan with respect to 
its host, the greenhouse whitefly Tria- 
leurodes vaporariorum Westwood. 378 
GALLAGHER, J.R., & BROUHA, L. A methed of 
testing the physical fitness of high 
oan girls. 395-406. 
» H.L., CLARKE, H.L., & BROUHA, L. Test- 
ins physical fitness in youmg women. 407- 


BABKIN, B.P. The mechaniom of the secretory 
we of the digestive glands, 416- 


DUGAL, L.P., & ROSS, S. Effet de 1'ablation 
partielle du foie sur l'activite spontanece 
du rat blanc. 435-41. 

we be OR. 

° Ro elle ; - 
onthe © 4 zr Institute on ra 


8. Cancerology 


Arch. cuban. cancer., 1045, 2: 





ESTADISTICA y memoria del Instituto del ra- 


dium J. Bruno Zayas, corres i 
ano 1942, 63-103, so 


PUENTE DUANY, N., LOPEZ FERNANDEZ, F., & 

FUSTE, R. liperplasie- folicular gigante o 
enfermedad de Brill Symmers. 104-18, 

soBk, J.G. Consideraciones sobre una obser- 
+ ra de fibromixolipoma del mslo. 119- 


1 


1b 


PUENTE DUANY, N., & FIGUERAS GONZALEZ, wW. 
Consideraciones sobre un caso de epiteli- 
oma del pul que permanecié libre de 
la enfermedad durante cinco alos. 123-8, 

FIGARES CAMPOSA, E., & MARTINEZ CONCEPCION ,L. 
Teratoma sacrocox{geo; presentacion de 
an caso. 129-32. 

RODRIGUEZ DOCAL, J. Consideraciones sobre 
una observaci6n de linfoma benigno de 
una amigdala. 133-6. 

LOPEZ FERNANDEZ, F., & RIDOT, C. Leucemia 
aguda hemocitobldstica a forma de asciti 
hemorrdgica. 137-41. 

RA MORALES, L. Sobre dos caso de cloroma 
en el aduito. 143-53, 








~ 








Bol. Liga cancer, Habana, Bd. clen., 1940, 
18: (aug. 


, E., SR. Ensenanzas de la historia. 

. 

GROS, J.C. Voluminoso fibro-sarcome del suela 
de la boca; operacion. 230-2. 

BOLADERES, J.L. Cancer primitivo de la vesi- 
cula biliar; estudio a proposito de un 
caso tratado por colecistectomia y hepa- 
tectomia parcial. 267-87. 


11. Dentistry; Stomatology 


Bol. odont., Bogota, Load, 9: (Aug.) 


MARTINEZ 
225-9 





DELGADO, A. Los laboratorios dentales. 143. 
GOMEZ MARTINEZ, E. Las juntas de titulos 
odontologicos y el control. 145, 
MAYORAL HERRERO, J. Modificacion del aparato 
5 de arco liso vestibular. 145-8. 

VALLS, P.J. Historia de las radiografias in- 
“|  traorales. 148-53, 
||FEBRES CORDERO, F. La ley de ejercicio de 
la odontologia en venezuela. 163-9. 
TORRES PINZON, R. Educacion dental. 169; 

passim. 

DELGADO MORALES, A. La radiografia oclusal 
en protesis. 175-7. 


~ 








cs Bull.Massachusetts Dent.Soc., 1045,10:NO.s~ 


SMITH, F.J. A study of general anesthesia 
P| as employed in dentistry. 16-27. 


|SALISBURY, L.J<, & RIBBELL, G.H. Oral sur- 
gery. “We 
JAMES, W.J., & GILBERT, L.1. Periodontia. 
| 30-6 


HARRIS, L.W. acrylic resins in restorative 
dentistry. 37-40. 


Bull. sachusetts Dent .Soc., , No.3. 


OBREY, L.J. The Navy dentist, a versatile 
man. 





Dent. Digest, 1943, 460: (Sept.) 


RUHLAND, J.J. Preformed tin patterns for 

' crown preparation. 382-4, 

VIERHELLER, P.G. Bite raising in a case of 
acromegaly. 385-7. 

_JSCHUGAR, G. The anode-film distance in intra- 
oral roentgenography. 388-90, 

PAVLIGER, J.J. Prosthetic measurement. 391. 

JONES, E.L., JR. Prosthetic restoration of 
an eye and contiguous tissue. 394. 

MEYER, 0. Focal infection and idiopathic epi~ 
lepsy. 396-9. 


s 
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————"pent. Digest, 1543, 45; (Oct.) ia. 

































PD LLESPIE, 
DE BATS, M.L., & PHILLIPS, W.H. The open REYRA BERNAN, L. Estudio climico del prob- he bed 
surgical method of treating jaw infec-~ lema de los puntos de contacto, 1284-0, 941-3. 
tions. 434-6. PUGA, D.L. Bl plano oseo de la boveda pala- SWIEWERT, 
LESSARD, P.J. Gradual adaptation in increas- tina. 1290-7. be lic 
ing vertical dimension. 437-44. PONCE, F., HIGO. El arco de doble hilo; su superv 
BASS, P.B. Odontomas. 446-8. construccion y aplicacion; casos clini- TENCH, R.' 
SLACK, F.A., JR., & SMITH, E.H. Packing ac- cos. 1301-12. Sew 
rylic dentures. 449-51. Sods 
v. Circ. odont. Rosario, > 18: ) m8, 
nt. Digest, ’ 3 Ve milita 
PLUSS, 0.E. Tratamiento de los dientes anor- TALBOT, W 
LICHTENSTEIN, H.A. Acrylic tooth restora- malmente coloreados. 61-71. licens 
tions. 478-84. GALEA, M.B., & CALLONI, C. Nuevas considera- why. 4 
SLACK, F.A., JR., & SMITH, E.li. Waxing and ciones acerca de la ensenanza de la ciru- 
flasking of all-acrylic dentures. 485. ge oral eh la escuelas odontologicas, 
ALLEN, F.W. Constructing acrylic bridges 6. 17 
for easy repair. 287. BRAGAGNOLA, J. Neuralgias orbitarias por can- 
FLETCHER, L.S. Surgical preparation of the ino retenido. 77-83. 
mouth for dentures. 488-91, GARCIA MIRANDA, A. La infeccion focal de ori- ——“triain 
BECKLEY, E. Duplicating lower denture adap- gen dentario y la patologia. 84-95, 
tation. 492. CENICEROS 
ARMY SURGEON GENERAL speaks. 498-507. 
= Rev. odont., B. Alre, . 3 ict. po tee 
o de 
Dent. Rec., Lond., 19435, 63: (Now.) h x - ee La investigacion cientifica, antes 
A . lici 
HENRY, 0. Modernised expansion Plate worn VARELA FUENTES, J.A. El problema de la recon- snes F 
at night only. 251-9. 5 struccion parcial coronaria en los prem- ARILLA, F 
ROSS, W.S. The pathology and treatment of lares desvitalizados. 584-91. el ant 
the exposed vital pulp. 259-63. LJ REY MILLARES, M. accion del anhidrido arsen- 5. 
CAWSTON, F.G. A consideration of the denti- ioso sobre los microorganisms. 692; pas- MATOS ESC 
tion of Gavialis gangetica Laurenti with |;| Sim rales 
special reference to the supposed con- PARULA, N. Colados a dimensiones exactes ma- des is 
tinwal replacement of the teeth of croco- }# teriales y tecnicas. 602; passin. 19. 
diles. 263-6. FRIEDENTHAL, M. Comentarios sobre el instru- ORTIZ TIF 
x}  #mental odontologico, 610-13, estupr 
= " MAISTO, 0.A. Cuestionarie sobre tratamiento PORTE PET 
Dent. Surv:, 1943, 15: (Oct.) — de conductos radiculares. 613-23, porver 
ACHA, E. 
JENNYS, W.C. Impression-laboratory technic 2 =a, 4 
for full dentures. 1504-10, Eiogrante odoat., 1965, 5: Mo. © senoie 
MEIMAN, B.W. Result of ionization in treat- + o 
ment of dental abscess. 1611, wae ee ee ae Policia 
BOYER se Restoring the alveolar crest, m vista fisiopatologice @ clinico. 3-11. : 
. LISANTOS REIS, A. Um met acil para se -veri- 
—. J. Diagnosis in prosthodontia. 1514- ficer & presench de arsenico em -cimentos — 
2 odontologicos. 16-18, 
TOLER, E.H. Impacted lower third molars of- / de ari 
CHAIT, B., Enfisema subcutaneo facial como 
— as cause of malocclusion. | |"""Gomplicacac do tratamente de canais radi- = : 
x lares. 20-4. 
SALVAS, J.C. Common forms of gingivitis. 1521. o 26-9 (las | 
ured iol PASTOUS, S. Sociedade de cancerologia, . 
= , W.b. Eastesing fsqet ipeioee. EYER, F. Para melhorar o ensino odontologico. = 
saat agg: mS. Ali-qeegite gaetiel am costa, Je aegonseantn nos consultorios den- aS 
% = P| = tarios. 32-9. 
oS Senainee SEN, CHR, CAMARA, A. Etiologia da carie Suatettes Ceni- 
STOCKWELL, I.W. Modified full denture tech- ||, 708, sersts pce eos «ag Tev.med. 
nic; Hall and closed-mouth procedures a — — 
utilized. 1692-9. oe 
MOUSER, C.F. Elastic traction fracture re- + S pent. J., 1045, Ol: 
duction. 1700. ae ae ’ ? legal 
DONAHOE, J.M. Rapid method for securing TI SCHERER, W.H. Periodontia for the general BOSCH, R 
vertical facial dimension. 1702-4, practitioner. 1-7. ag 
LUCK, B.E. Gingivo-mucoperiosteal flap fac- [luaapis, L.W. Technique for processing acry- rads 
ilitates exposure of fractured roots. lic resin in operative dentistry. 8-10. Sen 
1705-8, *ISTEVENSON, W.B. Extractions in treating or- an 
COOK, I.L. Gelor giotogenaty: its use in bf thodontic cases. 15-17. CU 
Patient education. 1709, . PFEIFFER, F. Choice of anaesthetics, indica- Siva 
WYRICK, W. Fixed bridgework ‘procedure. 1711- |,| ¢ions and contraindications. 88-90. sae | 
a GLADSTONE, R.W. Modern trends in anesthesia, poe 
ral Hyg-, *: . 3 . | 91-3. ORTIZ VE 
STANTON, S. Spreading of caries depending edten 
COMMENTS on the wartime meeting of the amer- [Y on quality of enamel, 173-5. FORERO ¥ 
ican Dental association. 1704-7. ARMY (The) -Dental Corps. 184-6. excly 
CROSS, K.X. A defense of the dental profes- [|CAMPBELL, J.F. Dermatological lesions of the DYRENFUR 
sion. 1716, f a mouth, 213-16. repen 
PARKER, J.L. I was a dental officer on the CHRISTY, R.L. Steps for taking full upper azon, 


U.S.S. Hornet when Tokyo was bombed. 1722-|| and lower impressions, 217-30. = 
ELDS PUCKETT, J.B. Use of Berry splint in aulti- 7. es 
ne -W. Dentists, how are your teeth? \ ple fracture of mandible. 267. 
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IEB, B., & STANTON, S.-Acid action on 

OOTTheei and dentin. 293-301, 

GILLESPIE, G.M., PRESTON, J.L., & MC CORKLE, 

1.G. Report of Mottled Enamel Committee. 

1-3. 

sient, G.S. Shall the dental hygienist 
be licensed to do prophylaxis_under the 
supervision of the dentist? 376-80. 

TENCcH, R.W. Shall the dental hygienist be 
licensed to do prophylaxis under the su- 
pervision of a dentist? 380-5, 

WILLIAMS, P.A. Maxillo-facial surgery for 
military emergencies, 421-30, 

TALBOT, W.0. Should dental hygienists be 
licensed to practice in Texas; if so, 
why. if not, why? 43}-3. 


17. Forensic Medicine; Toxicology 


Crigin a, Xe» r : Cte 

J.A. Corruptores y sobornados; 

variadas formas en que los fun- 
cionarios pueden faltar al recto ejerci- 
cio de su encargo. 71-6. 

SANDOVAL S., L. La microcristalografia en 
policia cientifica. 81-4. 

BELLVE, F. Que es el delincuente. 85-100, 

ARILLA, F. La reglamentacion del aborto en 
el anteproyecto de codigo del manor. 101- 


CENICEROS , 
de las 


5. 

MATOS ESCOBEDO, R. Las leyes penales fede- 
rales frente a la teoria de las faculta- 
> implicitas del Congreso federal. 106- 


ORTIZ TIRADO, J.M. Conourrencia de rapto y 
estupro. i30-5. 

PORTE PETIT, C. El codigo penal mexicano del 
porvenir. 136-71. 

ACHA, E. DE. Pacto suicida y muerte del con- 
senciente. 187-92. 


“Polfcta secr. nao., Habana, 1042-49, 12; 
(Nov. ) 


DIAZ PADRON, J.A. Importancia del examen de 
las ropas en las lesiones por proyectiles 
de armas de fuego. 312-15, 

SUAREZ PENALVER, G. De las circunstancias 
que agravan la responsabilidad criminal 
(las motivos futiles) 316-18, 

VIZCARRA, J.C. El diagnostico clinico-quimi- 
co de la abriedad en medicina legal, por 


el cuerpo medico de li 
327-30. Policia de La Plata. 


Rev.med. Teg. Colombia, 1543, 6; Wo. 3l-ae. 


CEREMONIA de colocacion de la primera piedra 
Para 61 edéfico del Instituto de medicina 
legal de Bogota. 3-13, 

BOSCH, R. El metodo en la tecnica de las 
autopsias, 19-27, 

LLINAS, P.A. Un homicida menor de edad; in- 
fluencia del cinematografo y del ambiente 
hogareno y social. 40-7. 

URIBE CUALLA, G. Embriaguez aguda en an in- 
dividua emotivo e hipertiroideo (homici- 
dio) 48456, 

TENORIO NIETO, A. Un caso de homosexualismo 
congenito. 57-68, 

ORTIZ VELAZQUEZ, J. Peticion de gtacia para 
obtener la libertad condicional. 69-79. 

FORERO M., F. Homicido por suspension; se 
excluye otra causa de muerte. 80-4, 





DYRENFURTH, F. La comprobacion de Ia merte 
repentina Por embolia de aire en el cor- 
azon, médiante el analisis de los gases 
y otras aplicaciones del empleo de este 
metodo en la medicina legal. 86-94, 


{ 18. Genetics; Eugenics 
——“Bugenesia, Wex., 183, 4: 


ESPINOSA VELA, U. Profilaxis de la sifilis. 
ry No. 44, 3; - No. 46, li. 
* are jornado peruana de eugenesia. No. 





' 19. Gynecolegy:; Obstetrics 
r flev.med.quir.pat.fem., B. iir., Teas; Zi 
le (July) 


ri ALTHABE, A., DI PAOLA, G., & LELIO, M. Vesi- 
cula calcificada. i-23. 
=. J.M., hijo. Estupor mlancolico,. 

6 


f 

e 

MASCHERONI, H.A., REUSSI, C., & LAFAGE, L.A. 

Quistes aeriferos gigantes de pulmon; 

enfisema enpol lees § gante. 27-36. 

MASCHERONI, H.A., I, C.A., & KANT, J. 

Pulmon poliquistico verdadero. 37-59. 

h| LACOVONE, B.C, & NOGUES, A.B. Perforacion 

del ci@go por una espina de pescado con 

s el cuadro de una peritonitis aguda lo- 

calizada. 60. 

i] QUINTO congreso argentino de obstetricia 
a 3 al 8 de octubre, Buences 

. Aires. . 


y 





Zbl. Gyn., 1943, 67: 


SCHULTZE-RHONROF, F. Blasen-Scheiden-Fistein 
_dureh Prolapspessare. 1445-9, 

REIST, A- Fibromyowlokalisation in der Harn- 
r|  bdlasenwand. 1449-53. ; 
| TREITE, P. Veber ein Lymphosarkom der Harn~ 
blase. 1463-7. 
|| SCHRADER, E. Ueber. zirkulfren HarnrShrenpro- 
laps. 1457-60. 





& ZbI = Gyn., 1943, 67: (June) 


inj MIKULICZ-RADECKI, F. VOR. Erfolge und Erfahr- 
ungen bei der Sterilit&tsbehandlung. 1001- 
4 14. 

SCHWALM, H. Das Nabelschourblut. 1014-23, 

io] DOLFF, C. Erfahrungen mit der Lumbal the- 
sie bei Schnittenbindungen, 1023-9, 
-IGUNTHER, E. Ueber eine seltene, fetale Miss- 
bildung. 1029-31, 

P| GANSBAUER, H. Ueber Beckenneuralgie. 1032. 
EHLERT, R. Der an&mische Geburtskollaps und 
7 seine Behandlung. 1033 


KEPP. Erfahrungen mit der Methode der ingui- 
a nalen Tubensterilisierung. 1034. 
|| BACHBAUER. Ueber ein gehfuftes auftreten 

von nekrotisierenden, 1035. 

r 
: 23. Hospitals 
° eSanat. as vista, racrug, ry 
— t Mo. e 


tiSAINZ TREJO, A. Mordedura por vivora. 3. 
CORTE (El) vaginoperineal en las aplicacion- 
| es del forceps. 5-8. 


a ‘Ve iclin. acas, . : (apr 


PEREZ CARRENO, M. La esplenectomia en la 
forma hepatoesplenica de la bilharsiosis —~_ 
mansoni. 71-87. 

DAO, R. (ho) Sulfamidoterapia en sediciza 

humane; consideraciones sobre ol trata- 

miento de las infecciones neumococcicas 

por los sulfamidados. 881-118, 





< 
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POTENZA, L. 
DEL CORRAL, 






Bilharziosis pulmonar, 119-25. 
P., & VOGELSANG, E.G. Taeniar- 
hynehus saginatus (Geese, 1782} en Vene- 


TARE, F.J. Nutrition and resistance. 735- 
40 


LEADINGHAM, R.S. Psychosomatic illnesses in 





suela. 126-8. 


(a 


27. Medicine 4 





BSARZILAI, G. Clasificacion simplificada 
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America clin., 1943, 6: No. 3. 


1 


de los tumores ovaricos. 57-61. 
HUERTA DE LA SOTA, M. Reflexiones sobre un 
caso de ectopia gastrica. 64-9. — 





in. Acad. clenc. med. Habana, 1045-44, G2: 


AROSTEGUI, G.E. Sindrome menopausico. 35-59. 
CUERVO RUIBIO, G. Comentario oficial y dis- {fi 
cusion al trabajo sobre sindrome menopau- 
sico, por G.@. arostegui. 60-4, 5 


de medicina legal de la Universidad de 


urban practice. 741-8. 

YOONG, D. The effects of novocain injections 
on simulated visceral pain. 749-56. 
PASTERNACK, J.G. Calcareous pancreatitis; re- 
Port of 3 cases with autopsies. 757-67. 
KAUFMAN, R.E., FARMER, L., & REICH, C. Aller- 
gis reactions to liver extract. 768-79, 
MORGAN, P.W. The ment of paroxysmal 
tachycardia including the use of mecholyl, 
780-6. 

LICHIMAN, S.S. Treatment of subacute bacte- 
rial endocarditis. 787-94. 

KINSEY, R.E. Psychosis due to sulfonamides, 
795-8. 

WOODWARD, T.E. Thrombocytopenic purpura com- 
Plicating acute catarrhal jaundice; re- 
port of a case, review of the literature 
and review of 48 cases of purpura at 
University Hospital, Baltimore, 799-805, 


A case report of cutaneous leprosy with 


RAIMUNDO DE CASTRO. Mi visita al departmento Ht F.R., KITCHELL, J.R., & SHEPHERD, S.G, 


Harvard, Boston, Mass., Estados Unidos de 
america. 65-70, 





Ann.- Int. M., 1545, IS: (Got.) 


MEANS, J.u. Some new approaches to the phys- 
lology of the thyroid. 567-86. 
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schen Krankheit. 277-83. 





36. Pediatrics; Child Welfare 


~~ fim. J. Die. Child., 1940, 66: 


BOYD, J.D. Long term prevention of tooth 
decay among diabetic children. 349-61. 

MC CLURE, F.J. Ingestion of fluoride and 
dental caries; quantitative relations 
based on food and water requirements 
of children one to 12 years old. 362-9, 

MADDOCK, C.L., FARBER, S., & SCHWACHMAN, H. 
Pancreatic function and disease in early 
life; effect of secretion om pancreatic 
function of infants and children. 370- 


5. 

SPECTOR, S., MC KHANN, C.F., & MESERVE, E.R. 
Effects of disease on nutrition; absorp- 
tion, @torage and utilization of vitamin 
A in the presence of disease. 375-95. 

LEWIS, R.C., DUVAL, A.M., ILIFF, A. Effect 
of adolescence on basal metabolism of nor- 
mal children. 396-403, 

MANTER, '.B., & BOWMAN, R.O. Von Gierke's 
disease (glycogen disease of nepatomega- 
lic type) 404-12, 

WEINTRAUB, 0.H., & NETTER, E.R. Bacillus al- 
caligénes bacteremia complicating diabe- 
tes mellitus. 413-17, 

SCHWACHMAN, H., FARBER, S., & MADDOCK, C.L. 
Pancreatic function and disease in early 
life; methods of analyzing pancreatic 
enzyme activity. 418-24, 

EISENBERG, G. Exercise for the child with 
rheumatic heart. 464-6. 

BAYES, R.M. Complete heart block after diph- 
theria; report of a case. 466, 

BAYARD, E.D., & GIBSON, S. Traumatic cardiac 
injury in a child. 467. 

BETTMAN, R.B. acute bacterial endocarditis 
in presence of patent ductus arteriosus; 
apparent cure of patient following liga- 
tion of ductus. 468, 


arch. at. Uruguay, ’ 


NOTTI, H.J., FERRER, H.V.,°& GRINFELD, As 
Manifestaciones poco frecuentes de la 
linfo-granulomatosis maligna en la in- 
fancia; pleuresia serofibrinosa e icteri- 
cia por compresion ganglionar. 403-14. 
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BERTRAND, J.C., 


a 0.V. La infeccion tuberculosa y 


——— es, 


del nino; estudio radiologico. 416-28, 
MOURIGAN, H. El parche Vollmer en los lac- 


ee. J.A. Alteraciones oseas en la leucemia ~"I 


tantes calmettizados. 429-34. 


piscnocaie, A.V. Sindromes carenciales en la 


infancia. 435. 

CASELLI, E.G., & PEREZ DE VARGAS, A. Sindrom 

de Bium en un nino com neumonia. 442. 

PELLERANO, J.C. Sentimientos de inferioridad 

en la infancia (el complejo de Cain) 443, 

PINTOS, C.M., & ROCCA RIVAROLA, M.C. Tumor 
primitivo del higado en un lactante (be- 

mangioma ulceroso) 443. 

LAGOS GARCIA, A., & GARCIA DIAZ, C. La ilei- 

pon regional aguda primitiva en los ninos, 


FUKS, A., & DIAZ NIELSEN, 
J.B. Periartritis middosa,. 444. 
CASAUBON, A., CUCULLU, L.M., &-TOCE, A. E8- 
clerosis renal con retardo del crecimien- 
to. 444. 
GARCISO, A., & SAGRERAS, P.U. Estupor melan- 
colico postsarampionoso. 445. 
CERVINI, P.R., CRESPI, S.L., & SANCHEZ BASSO, 
N.O. apendicitis en un recien nacido. 446. 


-|LEUNDA, J.J., PANIZZA BLANCO, Av, & RAGGIO, 


0.¥. La infeccion tuberculosa y la infeccion 
Sarampionosa. 447. 


LJCANTONNET, P., CANTONNET, H., ET AL. Tecnica 


de los cortes toraco-abdominales en el 
estudio de la tuberculosis. 447. 
CANTONNET, P., CANTONNET, H., & HADICE, JA. 
APropositwe ae un caso de tisis primaria 
del lactante tratada por frenicectomia, 


448. 
CERVINO, J.M., & BUCETA DE BUNO, R. Resulta- 
dos terapeuticos en sl mixedema infantil, 


448. 
MARCOS, J.R. Sinarome de Vogt. 449. 


u OREGGIO, J.C. El flemon parafaringeo de] 


nino. 449, 

GIAMPIETRO, J., VACAREZZA, V.H. Valor diag- 
nostico de la reaccion de Mester (con 
-modificacion personal) en la enfermedad 
* - _crcee del nino; resultado de 515 casos. 
450. 


Arch. pediat. Uruguay, 1945, 14: (Aug.) 


CARITAT, R.J. Paralisis infantil; estado 
actual de su tratamiento, 467-89, 

LEUNDA, J.J., RAGGIO, 0.V., & PANIZZA. BLANCO, 

A. La rinitis de la mononucleosis infecciosa. 





10] 490-4. 
CERVINO, J.M., & BUNO, R.B. DE. Resultados 


terapeuticos en el mixedema infantil. 495- 
LEUNDA, J.J., PANIZZA BLANCO, A., & RAGGIO, 
a infeccion 

sarampionosa,. 502-8. 

PRIMER congrese nacional de medicina interna; 

—- de Chile, 16-21 noviembre 1942, 

-” 6. 


| |CIENFUEGOS, E. Dishidratacton. 509. 


PINTOS, C.M., & MICHANS, J.R. apendicitis 
herniaria en un lactante de 2 meses, 517. 
ARANA, M.R., & KREUTZER, R. Taquicardia parox~ 
istica en un recien nacido frenada con 

prostigmin endovenoso. 517. 


| |RIMOLDI, A.R., GALLINO, A.A., & MONLEZUN, R. 


Braquiesofago congenito con ectopia gas~ 
trica parcial; espasmo pilorico, 518. 
BAZAN, F., MAGGI, R., & SCHTEINGART, E. Trata~ 
miento de la escarlatina; valor compara- 
tivo de los diversos procedimentos. 518. 
SAGRERAS, P.O. Pneumoencefalografia en la in- 
fancia. 519. 


-{CERVINI, P.R., OLIVA, F., & WAISSMANN, M. 


Retencion completa de orina en un lactante. 


1. 
CERVINI, P.R., & LA ROCCA, J.L. Colocacion 
familiar del distrofico en la asistencia 
det pupilo del estado. 521. 
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pERAN .Pe, VIDAL, L.C., & DAMBROSI, Re 

eee scartia pura con cardiopatia congen- 

ita y trasposicion de visceras abdominaes. 

sal. 1 

EDAD uruguaya de pediatria; sesioen de 

so de diciembre de 1942, 623-5. 

RICHELAR, R., & SIMON, G. Abscese cerebral 
=e. 8 OORzA talon, E. Reaecion 

+, & GO e 
ioe i imaan en la fiebre tifoiden. 524. 


RAMON GUERRA, A-, & MIGUEL, BE. Tetania infan- [7 


. 624. 
oan. J.R., & LEONE BLOISE, N. Um caso de 
enfermedad de Oppenheim (amiotonia con- 
genita) 525. 





fotic. Inst. SS 


MORTALIDAD materna. 19. 
PARALISIS (La) infantil fouba/ 24. 


37. Pharmacelegy; Pharmacy 


An. farm. bioquim., B. Ailr., 1943, 14: 





$02Z1, J.A. Mierodeterminacion gravimetrica 
de algunos aldehidos y cetonas; vanil- 
lina, acetofenona, fluorenone, ciclohexa- 
nona, menadiona y furfural. 41-7, 

VONESCH, E.E. Determinacion colorimetrica 
del acido ascorbico en orina. 48-62. 

MOGLIA, J.L. Estudio sobre el metabolismo 
del acido nicotinico. 63-76. 

SERANTES,- M.E. accion de los anestesicos en 
la composicion muneral del cerebro, 77- 





Arch. Pharm., perl., 1941, 270: 


BURSCHKIES, K., & SCHOLL, J. Ueber die Bedeu- 
tung zyklischer SAuren und alkohole fiir 
die Chemotherapie der Lepra. 45; 





irch. Pharm,, berl., 1043, 2817 


BURSCIIKIES, K., & SCHOLL, J. Ueber die Bedeu- 
tung zyklischer Shuren und alkohole flr 
die Chemotherapie der Lepra. 328, 

OPFER“SCHAUM, R. Mikromethoden zur Kennzeich- 
nung organisch-anorganischer verbindungen 
des Deutschen Argneibuches und seines Er- 
ginzungsbuohes. 310-313, 

ot RS batanen’ GR ogee und 

r von Salzen von nol- 
phosphors&ureestern. 317-27. a 


Australas. J. os ® : ° ° 

BERRY, H. Sterilisation and thermostability 
of the sulphonamides. 7. 

NATIONAL medical services. 9. 

PROPRIETARY Medicines Regulations; important 


amendments--guide to advertising standards 
Published. 12-15, 


VICTORIAN Patent Medicine act. 16-18. 
BROWN, E. Pharmacy in Fiji. 19. 
SHARLAND, W. Mosquito repellants. 27. 


38. Physiology 
Che ° ee ° . 
nterna’ i, eRe : 


KOCH, H.J., & HEUTS, M.J. Regulation osmot- 
ique, cycle sexual et migration de repro- 
duction chez les epinoches. 255-66. 


FLORKIN, M., & DUCHATEAU, G. Les formes au 
systeme enzymatique de l‘uricolyse et 1° 


. evolution du catabolisme purique ches 


les animaux. 267-307. 


>| DUBUISSON, M., & HAMOIR, G. Nouvellse re~- 


cherches sur les groupes ionisables de 
la myosine native et denaturee. 308-26. 
COPPEE, G. La transmission neuro-musoujaire; 
curarisation deourarisation et renforcer 
ment a la jonction myo-neurale. 327-6507. 
ARVANITAKI, A. Variations de l'excitabilite 


al locale et activite autorythmique sous- 


liminaire et liminaire; observations sur 
l'axone isole de Sepia; effects immediats 
du stimulus test; extra-reponse. 508-32. 


le] ARVANITAKI, A. Variations de l'excitabilite 


locale et activite autorythmique sous- 


. liminaire et liminaire; observations sur 


l'axone ,isole de Sepia; effets secondaires 
f| consecutifs a l'extra-reponse. 533-60. 


40. Public Health; Sanitation 
Ko, 99 


|| SANCHEZ COVISA, J. El dia antiveneree. 2. 
MEJIA, A. Los males venereos y la lucha con- 
A tra estas enfermediies,. 8. 


| ° e San. panamer., ® Y 


ij] EPIDEMIA de poliomielitis en la Republica 
Argentina; iaforme del 


Departmonto mac- 

7 ional de higiene de la Republica argen- 
tina. 770-3. 

ki CHAGAS FILHO, C. Molestia de Chagas no Bra- 
sil. 773-9, 


1 


HIGIENC (La) escolar en el Peru. 779-84. 
WARREN, L.H. Tratamiento de las dermatosis. 
784-90. 

|JSOBRE CATASTRO radiogrefico de torax; obser- 
vaciones realizadas.en la ciudad de La 

‘| Paz. 790-3. 

BARD, L. A que clase social pertenecen los 
a toxicomanos en general y los expende- 
dores de drogas. 793. 
inj MAXCY, K.F. Relacion hipotetica de las 

de consumo con la poliomtelitis. 795-9, 
SANIDAD (La) y la guerra. 811-13. 
RACION en el ejercito mexicanc. Slt. 
BOCIO. S821. 
MICOSIS y dermatosis. 822-8, 
CONFERENCIA (La) internacional de alimenta- 
cion; 18 de mayo~3 de junio, 1943. 831- 


4 
|PoBLic health in the state of Pernambuco. 


= 


J. Hea 8. Co, » 44% Ce 


COTTRELL, L. Psychological considerations 
r in planning an educational program for 
adolescent girls. &15. 
-IiCIVILIAN physical fitness. 518, 
VANSANT, W.K. A wartime swimming program for 
8} high schools. 521. 

DREISBACH, A. The Inter-american health pro~ 
5 am. e 
A ex’ T .W. Planning an indoor obstacle course. 

529. 


’ nm e>. ° 3 . ° 


le] GUDAKUNST.,, D.W. The epidemiology of polio- 
wyelitis. 3. 


ve Arq. MIN., 


ANN, L., MUSSOLINI, G., ET AL. Altera- 
coes da estrutura demegrafico-profission- 
nal de Seo Paulo, da Capital e do inte- 

i rior, num periodo de catorze anos, 1920- 
M. 7-104. 
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PIERSON, D. Diluicao da linha de cor na baia. 
105-27 


RIBEIRO DA L Vv. Habitacao ideal ao trabal- 
hador manual; como resolver o problema 
dos poroes e corticos dos bairros do Mraz 
e da Mooca. 137-43. 

KRAUSE, F. Nos sertoes do Bragil; 2. pt: Re- 
sultados cientificos. 157-72. 

SLIVBIRA MENDES, R. DA. A conquista do solo 
na baixada fiuminense, 175-89. 

RIBEIRO, C. O8 parques infantis como centros 
de educacao extra-escolar. ° 


4l. Radiology; Phototherapy 


iv. F Ol. sioter., Chic., ’ ‘ 


(Dec.) 
KRUSEN, F.H. La fisioterapia en relacion con 


la practica medica general. 253-67. ‘ 


CAMP, J.D. El origen y desarrollo de la cien- 
cia de la roentgenologia. 268-74, 

CROW, E.R. Afecciones toracicas que simulan 
la tuberculosis. 275-82. 

MORGAN, J.A. El lugar del tecnico radiologo 


ih) 
en la organizacion del hospital. 283-5. | |HARTTUNG. Nekrotisierende-eitrige arteriiti 


STRAUS, G.D. Analisis de los aspectos eso- 
fagoscopicos, foentgenograficos y clini- 


cos de 150 casos de disfagia. 286-9. a 


CROWELL, B.C. El papel de la clinica para 


cancer en la lucha contra el cancer. 290- 4 





ICHER, W. Verbessertes Instrumentarium fir 
die perineale Prostatektomie. 1156-8. 
ROTHE, G. Ein seltener Blasenstein. 1158-€3, 
GULEKE. Die Behandlung der Hirnschussverlet:. 
ungen. 1163-6. 

STAHL. Schussverletzungen der peripheren jer- 
ven, 1166-8. 

ex’ ee bei appendicitis, 


TRATER, P. Verschluckte N&hnadel 20 Jahren 
aus dem Netz. 1226-9, 

WAGNER, W. Zur Marknagelung der Knochenbriiche, 
1250-60, 

MAATZ, R. Formechitissigkeit und Kinematik 
bei der Kintscher-Nagelung. 1260-6. 

HAASE, W. Der Kiintscher-Nagel bei Spontan- 
fraktur durch Hypernephrommetastase,. 1266- 


BAUMGARTNER, W. Zur Behandlung der Oberarn- 


f schussbriiche. 1268-71, 





ZbI. Chir., 1543, 70: (Sept.) 


HELLNER, H. Die Behandlung der Gelenk 
| 1282-94 oh ren 


e 
HERLYN, K.E. arterio-venSses aneurysma awreier 
grosser Schlagaderst&mme,. 1294-8, 


als Ursache eines verblutungtodes. 1298- 
. 
HABELMANN, G. Zur Operationsindikation peri- 


pherer arterieller Durchdlutungsstérungen, 
1302-12, 


SHOULDERS, H.S., TURNER E.L., & SCOTT, L.D. |j|VARA-LOPEZ, R. Ist es mbglich, die Oligophren- 
os 


Observaciones sobre resultados de la 
fiebre terapeutica y la roentgenoterapia 
administradas en tratamiento mixto para 


tumores malignos. 293-7. iw 


DOBLE, B.H. La cooperacion internacional. 
298-300 





SOLE, R. Apoplejia renal; infarto total del 
rinon. 914-16. 

CASTHLLO ODENA, I. Fractura aislada de la 
Primera costilla. 916-18. 

JORGE, J.Me Dos casos de tumores a mieloplar- 


as de la extremidad inferior del cubito, 9 


tratados. por la reseccion, 918-23, 


GAMBOA, M. El injerto oseo en las osteocon- [7 


dritis de la cadera. 923-30, 


ZENO, L. Ptosis palpebral congenital; uma Py 


operacion correctora simple 7 util, 930-5. 

RIVAS, C.I. Correcion de las depressiones 
del apex nasal. 936-41, 

PAVLOVSKY, A.J. Fascia periganglionar y can- 
cer de mama. 942. 





Rev. mex. cir., 1543, 11: (May) 


ZUCKERMANN, C. Absceso hepatico de rara evo- 
lucion. 151-4. 





Zoi. Chir., 1943, 70: (Aug.) 


SCHONLEBE, H. Kasuistische peitr&ge zu den 
Luftréhrengesciwiiisten. 1137-44, 

FEHR, A. ROntgenologische LungenverAnderung- 
en bei der traumatischen Fettembolie. 
1145-50, 

COmB EL, E. Fibrinkugel im Hamothorax. 1150- 


REINICKE E. Zungenmetastase eines h- | 
roms. 1182-4." nein Rast 


MARIK, M. Operation der neurogenen Harnver- 
haitung. 1154-6, 


( a os 





ie durch operative Massnahmen zu beeinflus- 


a sen? ;3;2. 


RULAND, L. Das Boloskop als Zielgerdt zum 
aufsuchen rSntgenologisch darstellbarer 
Knochen-, Gelenk- und Weichteilerkranku- 
gen. 1313-7, 

GERLACH. Zur Behandlung S5rtlicher KAlteschid- 


1 en, 1337-40. 
43. Surgery; Traumatology bs 


Bol. Acad. argent. cir., 1040, 27: 1 


PLATAREANU, V.M., GADESCU, I., & DUMITRU, S. 
Physiopathologie der Erfrierungen. 1340-5, 

ANDRASSY, k. Beitrag mir operativen Behani- 
1 ." habituellen Schulterluxation. 
136 “fe 


'|GROSS, E., & URBAN, Scapulopexie bei einem 


Fall von Dystrophie musculorum progressiva 
(Erb) 1367-71. 


LISCHRODER, W. Das Os styloides und seine klin- 


ische Bedeutung. 1371-7. 


FLORCKEN, H. Zur Versorgung des Duodenals~ 
stumpfes und des pr&pylorischen Magen- 
stumpfes bei der Palliativen Resektion 
nach Billroth II (Resektion zur Ausschalt- 
ung Finsterer) 1394-7. 


_JMATOLAY, G. Darf bei der Perforation des Ma- 


ns eine Resektion ausgeftihrt werden? 


| 1397-8. 


POVLSEN, 0., & SCHMITH, K. Lokale Chemothera- 


— pie bei Pneumokokkenperitonitis. 1399-402, 


HOCHE, 0. Ueber die verschiedenen Formen des 


r akuten ASkariden-Darmverschlusses. 1402, 


HRYNTSCHAK, T. Weiterer Bericht zur  supra~ 
pubischen Prostatektomie mit primirem 
Blasenverschluss. 1404-6. 

KRAUS, W. Verrenkung im unteren Kopfgelenk 
tach hinten mit abbruch des Zahnfortsatz- 
es des Epistropheus ohne L&bmungserschei- 
nungen. 1408-12. 


48. Venereal Diseases; Sexology 





i Vener. Dis. Inform., 1945, 24: (Deo.) 


MAHONEY, J.F., ARNOLD, R,C,y, & HARRIS, A. 
Penicillin treatment of early syphilis; 
a @ preliminary report. 355-7. 
WANN, M.D. A Study of attitudes and informa- 
a tional levels with respect to gonorrhea. 
358-63. 
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